seven articles defending the Bracero Program, showing that everything was 
‘peaches and cream’. For example, one of the things they played up big 
was how good the conditions are in the arport campg this is a large camp 
just outside of Stockton which holds over a thousand men. They had 

some pictures showing some officials conducting a'white glove inspection 
in this camp. You know what a ‘white glove! inspection is, don't you? 
Weld, according to these pictures they would come out of the barracks 
wither their white gloves perfectly spotless, so this was a model camp. 
Now, the funny part is, that right around the time this series of articles 
appeared, some of us had gone out to that camp just to look around. We 
found that a lot of the nationals had taken their bedding outside and 
were sleeping on the gournd, and we asked them, "Why in the heck are you 
doing this?", they said they had to because the stink inside the barracks 


was so bad they couldn't stand its these were the same barracks which the 


&thite glov@ inspections had been made ine | 
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